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" some instances. 


THE RICHMOND TERMINAL WAS ESTABLISHED IN 1903, AND IS THE LEGAL COeNEY AND CITY NEWSPAPER. 


The Terminal boosts 
and advertises Rich- 


mond, directly  in- 
creasing your prop- 
erty values. 


Vou. XVII 


San Francisco Booze 
For Commercial Use 
Many Uae For Liquor \Chinese Sets Off Hot 


Says Collector of 


Revenue 


San Francisco, with one million 
gallons of whisky on hand, asks 
what will be done with it. Internal 
Collector Wardell answers by say- 
ing: 

*‘Some will be decataved: some 
will be rectified for use in soft 
drinks which come just within the 
law. Perfumes have an alcoholic 
content and alconol for this possi- 
bly will be—replaced by whisky in 
Some liquor will 
be used for medicinal and sacra- 
mental purposes. All of it will he 
disposed of in time, but it will be 
a slow process and the government 
will be on the alert to see that none 
of itis used for beverage purposes. 


‘Wine Goes to Waste 
‘in Chemical Pure 
+ Los Angeles 


In accordance witb the provisions 
of the prohibitory law, 35,000! 
gallons of wine, thee product of the 
North Cucamongo winery, was} 
dumped into the gutters yesterday. 
The wine was valued at $100,000. 
The law requires that alcoholic 
beverages in storage be done away 
with. 


Would Find New the! wap 


For Wine 


WASHINGTON, January 22.— 
An appropriation of $100,000 for 


4 
ev 


Garnegic Library 4th & N 
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Asked of Railroad 
Company 


Seven suits were filed Tuesday 
{by Attorney Alvin Gerlach for 


|Frank Doglio against the S. P. | 


Package; Bombs 
Thing [ Up ~ 


Wong Fong, a young Chinese |fragments of the 
boy, 20 years of age, of Stege, was | human flesh along the right of way 


the Doglios in the 23d street cross- 


truck was telescoped, 


curious to know what black pow- es a distarice of several hundred jlabor, and the’rapid gruwth of the 
feet, killing two and. injuring sey-|citv, which might soon- require 


der would do when placed under | 
the S. P.’s outhouse at Stege sta-| etal others. Damages aggrégating 
tion. The experiméht resulted it | $100,000 are asked. 

a general shaking up of the com- 
munity at Stege, also the wrecking 
of the outhouse. 

Fong, who was at a safe dis- 
tance when. the ‘‘big noise’’ oc- 
curred, will explain the experi- 
ment to the Judge today. 


Additional Clue to the 
Train -Holdup 


Collections in ‘Schaal 
to Be Regulated 


SACRAMENTO, January ‘'22.— 
The State Board of Education has 
adopted a resolution forbidding the 
collection of relief funds for foreign 
'countries or the circulation of prop- 
,aganda for such purposes in Cali- 
Wen ‘fortiia schools. The resolution 

: | states that-school children have 

‘Aiditiowal cae are coming in been exploited by so many ageticies | 
to police headquarters, the latest that the democracy of the educa- 
being the discovery of a mail tional system is thredtened, and | 


ling accident when the Doglio atto- ; feasibility of the plans and the 
Scuttating? ndancint of the project at this | 
machine and/time by the city. 


‘‘amended plans, 
forth by some. 


all would welcome the revision of 
the subway street car tax of six 
cents. 
subway is not warth it. 


P. G. & E. Man to!- 


bd 4 


May Be Deferred 
For Awhile 


The matter of reconstructing the 


subway, as ordered by the railroad jturn in the 
commission, 
railroad for killing and maiming | some time. 


may not begin for 


There is some doubt as to the 


The high cost of material and 


ve 


are reasons set 


But in speaking of amendments, 


The scenic beauty of the 


Engage in Tractor 
‘Business 


Don C. RaY,-Who Has a large ac- 


| . . p 
_quaintance in Contra Costacounty, 


and who has been connected with 
the Pacific Gas & Electric company 
for a number of years, will change 


pouch in a vacant lot at 825 Laurel , recommends that relief collections | his occupation and engage in the 


avenue, Stege, by a woman. ‘be made among adults. 
The mail pouch had been rifled | 


tractor business, with headquarters 
at Sacratnento. Ray was formerly 


and its contents scattered about, | ORANG- OUTANG ON A DESAOCH district manager for the. electric 


indicating that the bandits took | 
their time in sorting the registered | Animal, Knowing Gepauen of Wire 
packages, being satisfied by taking | Cellar, Empties Bottles and Then 

; ; . Disgraces Herself, 
curreucy, which is estimated at a y 
cool $100,000. 


Now Sécretary Somerville | 


My ‘orang-outang was not so much 
& man as a woman, or rather 9 
young girl of the woods, Named 


Harry E. Somerville was etected ; der of all who behetd her: ' 
to fill the offce of recording secre- 
tary of the lodge vice Stewart: trieyele presented to her by a circle | 


She took her afternoon ride on a} 


| Perry, resigned.’ Somerville is one! 
of the popular fraternal men of | 


agricul;ural experiments, - seeking Richaioad, 


to find a new use for the California 
wine grape was asked of the house 
agricultural committee by the Cali- 
fornia delegation. The members 
requested that the government 
agricultural stations at Fresno and 
Oakland conduct these experiaicots 
in the large vineyards. 


United States Should 
Lead in Industry 


Inventions 


The bill introduced in the house 
of representatives by Congressman 


‘Nolan authorizing the federal trades 


commission to accept and admin- 
ister for the benefit of the public 
and the encouragement of industry 
inventions, patents and patent 
rights, and for other purposes, will 
no doubt be acted on favorably by 
congress. It has received the en- 


: dorsement and. recommendation of 


the committee on patents. 


Census - Taking Still 
Going Ahead 


Richmond census takers are still 
on the job and counting ‘em in. 
Special dispensation was’ given 
Richmond to secure the names of 
all eligibles, which will give the 
city a poptilation of at least 25,000. 


e 


Hawaiian Night 
to Be Be Given 


Richmond Esa entertain “the 
ladies tonight, the accasion being 


‘a unique representation in Haw- 


aiian costumes, dances, €tc. Percy 
Neal is chairman of the committee 
on arrangements, and has signed 


_ up.@n orchestra direct from the/. 
islands. 


His Lipneranty. 

“Ain't the guy that married Rora- 
mond sort of a tightwad?” asked Helo- 
{se of the rapid-fire restaurant. 

“Gosh ne!” returned Cluudine of 
the same establishment. . 
borrowed every cent she's saved and 
spent it all io three days!” 


The Druggist Complains. 
“Can't get my boy interested in com- 
pounding prescriptions.” 
“Why not?” 
“Seems trifiing to him, I guess, after 
mixing drinks at the soda fountain.” 


MEAN DISPOSITION. 


“You actually got a pleasant word 


out of Mr. Grumpus?” 
“Yes.” 3 
“How dig you contrive to do itr” 


“I told him a’ neighbor of his had 
broken an arm while cranking a 


ivver.” 


“The Growler, 
He kicks about hig many woes, 
@ is a constant fretter, 
1 acuta the grumbler knows 
A world that’s any better. 


Honesty the Best Policy. 
“Did you ever buy votes?” 


“No,” replied Senator Sorghum. “T 
always thought that an effort to buy 
@ man's vote was a8 good a reason as 
you could possibly put tnto his mind 


for voting against : you.” 


Unfertified. 


with nothigg to sell,” 


rm ae oso eye 


“Why, he. 


“That man has a most agreeable per- 
‘sonality and a very persuasive address, 
| yet be never seems to get anywhere.” 

“Yes,” replied Mr. Dustin Stax. “It’s 
a case of wonderful salesmanship. 


(of. juvenile admirers. But she was 
not faultless, and at times could be 
| very naughty. She was most nanghty 
‘when under the influence of strong 
drink, for, notwithstanding her ten- 
| der age, she had—I grieve to say it 
;——an inconveniently loose lip. 

She knew the location of the wine 
;cellay far too well, and did not 
scruple to take advantage of that 
knowledge whenever our ‘l'amby but- 
ler forgot to lock its door and bar 
ita windows, 

Stealthily purloining .a bottle or 
two, preferably of champagne or 
some sweet cordial, she would retire 
to a quiet corner, neatly knock off 
the necks to get at the contents, and 
then indulge without stint or meas 
ure. 

Getting hilarious and uproarious 
she would soon divulge, by: her un- 
seemly pranks, what had happened. 
Then, mounting her tricycle, she re- 
paired sometimes to the public street, 
“swaying from one side to the other, 
barked at by the disgusted dogs, and 
certainly not an edifying sight to 

see.—Dr. J. F. Schelteman, in Wide 
| World. 


| OBJECT IN HIS DAILY VISIT 


Man Had ‘Special Reason for. Selecting 
That Qne Doorstep Instead of 
Any Adjoining. 


A well-known Los Angeles dentist, 
who had been made nervous by fre- 
quent burglaries in his. vicinity, 
was somewhat startled recently by 
having a man come regularly at the 
‘same hour every evening and sit on 
his doorstep. He finally. suggested 
that if it would be all the same to 
him, he would be pleased to have 
him divide his attention, and sit: on 

‘feome neighbor's doorstep for a while. 

“But, it wouldn’t be the same,” 
shouted the visitor, in, return, “nor 
anything like it. You are a dentist 
and I have an aching tooth and | 
haven’t the courage to have it pulled 
out: I come here every :afternoon 
: trying. to'make up my mind to have 
it out, and as soon as I come-in ‘sight 


when I sit on your doorstep, and the 
confoundedr ‘thing knows it can be 
pulled out if it gives me trouble, I 
"have some rest.” — 


company. 


Final Distribution of . 
Letts Oliver Estat: 


A decree settling ‘first aud final 


Sophia, she displayed a truly fem:- | account and of” distribution of the - 
“Monday pight's. meeting of |. nme spirit of euriosity: rand ,talent lestate¥of* the late William Letts, 
se Lodge of Odd Felfows | for ‘imitation that excited the won-| Orjyer wag recently filed it: the : 


recorder's office at ‘Martinez. 
| Oliver was a well known capitalist: 
| of the bay cities who passed away 
some time ago and was fathet-in 
law of Attorney M. R. Jones, for 
merly a resident of Contra Costa 
county. 


CITY BRIEFS: 


of ‘‘wet goods,’’ has leased the 


conduct a cleaning and ‘storing 


of your house it stops aching, but: 


| garage. 
es i s 
Jack Crow, well known harber 
aud local musician, is recovering 
from an operation, and will soon 
vacate the hospital, much to tne 
gratification of his many friends 
who miss him and his cheery jazz. 
s > s 
A fine baby boy arrived at the 
home of Mr. and Mrs James Col- 
lins of 151 First street. 


go s s s 


Man wel-Rose of San Pablo and 
Louisa Silya of Irvington have 
been granted a license to wed. 


Soll as the Traditional 
Rock of Gibraltar 


Besides the old age pension ben- 
efit of $312 a year for superan- 
uated members.of the International 
Typographical union, the mortuary 
benefit has been increased to $500. 
The financial resources of the or- 
ganization have been increased 
| from $983,000 in November, 1914, 
to $1,619,000 in December, 1919. 


The printer’s home at Colorado 


Springs is a model institutien, an 


honor to the craft, a monument to 


an organization that set a worthy 
example in taking ‘care of its mem- 
bers, who ‘built wisely and oppor- 


tunely the foundation for the oldest 
and most ‘substantial of - skilled 


labor unions. 


The integrity and stabjlity of the 
ization have been maintained 
through five of the most critical 


orgs 


years in the world’s history. 


lt was In THe TERMINAL. 


| downtrodden on 


McMasters barn on 13th and will | 


1920 


Spud King 


Eggs and milk are bavkige rh 
“trouble mill,’’ and ! 
now the humble spud is on the 
carpet. Women are the poy 


of all the disturbances in the way 
of boycotts and are organizing raids 
on the high cost. 

It is claimed the Jap is cornering 


BE oldest newspaper in 
Richmond and. has 
the confidence ‘and 
support of pioneers 


$1 00, 000 Damages Revision oP Subway, Householders to Pace to Take 


Fall Out of Jap Geni Pershing tne Wal 


The. Terminal is the 


Speak at Greek Theatre” 


Letter Carriers Assist Overseas Figh Fighter Will 


Be Given Grand 


Reception 


Eastbay Census 
‘ ‘Takers 


The letter carriers of Berkeley | 


General Pershing will arrive in 


the potato market, the Irish potato} assisted the census enumerators|the bay cities Sunday and speak at 


at that, notwithstanding John P. 
Irish’s ‘editorial’? that the Jap is 
account of so 
many “‘off seasons’? when-spud 
cultivation was non-paying. 

But John P. cannot argue with 
the women. The latter have 
clapped on the bovycot, which goes. 


See SEAS ie NSS iE SAR ia HESS Pp pope eer ela Nae AR Meer 
GOVERNOR FRANK O. LOWDEN OF ILLINOIS 


Lieut.-Gov. Wallace 
Out For U.S. Senator 


Former Liéut. Gov. A. J- Wallace 


of Los Angeles formallv announces | for building cement highways. The | 


\his candidacv for U. S- Setrator. 


During the absence of Hiram John- 
son, Wallace acted as governor for 
several months He has served on 


the Los Angeles city council as , the location of these. 


chairman of the finance committee. 


for a number ef years, and afade a/ El.Centro and on a direct line east 


good record. 


Veale Will Take a Look 


-» W. M. Veale, the affable under- 
sberiff who, ‘‘gets 'em and no 
foolin’,’’ will be in New York City 
in a few days, his mission beitg to 
bring back a gentlema who was 
too: handy with’ his pen while in 
Contra Costa county. 


Monterey County Wedding 


Mrs. Lillian  Galdwin, who for- 
merly resided in Richmond, was 
recently married to George 


Burden - of * Soledad, Monterey lan Angeles = ieee + $173,282,768 house of Mrs. Jones.. 
county. Mrs. Baldwin was former- | Oakland ......°.. 43,229,603 
ly a resident of Richmond. Her} San Jose...........6 ‘ots 11,625,774 Have Vv Ri 
many friends here wish her ‘bon Penge es veg ae ind € 
” STTO ccccccccrveevsccccces 
voyage’ on the matrimonial jour- | 6°" RN oe. -29'752.940| Under the ‘eaicatl all wot reir 
ney, The newlyweds will make Berkeley .c....c:sssscee 10,489,853 | this year in ogder to-vote 
their home on the ranch near San Diego... +eash2, 3095678 registration previous. td 
Soledad. 1920, is null aid voi 


let. 


Laura H. Ryan, Real ‘Estate. 


At New York Skyscrapers : 


Bids. for Berkeley’s new high 
scho®l, to cost $800,000, have been 


and saved the day. 
furnished blanks to those who were| Preparations on am elaborate scale 
omitted either on account of absence ae being made to receive the great 
or other causes. 1 

returned to the postoffice and the|.theatre will not accommodate one- 
census completed. ; 


Harry Record, former dispenser Republican Candidate for President, a Man of Business 
Universal in Scope and Practical in Character 


tal\highway. 


The carriers| the Greek Theatre in the afternoon. 


The blanks were | general, and it is beliéved that the 


half the Grew. 
Would Leg Legislate the 


Draymen Out of 
Business . 


“{ Saw It In THE TERMINAL.” 


It is stated on good authority 
that the railroads are advocating 
legislation that would prohibit dray- 
men from operating by truck from 
_one county to. anpther. Licenses 

in Santa Barbara county have been 
jumped to $1000a year for dray- 
men asa result of this proposed 
, legislation. 


Have a Heart 


What are vou doing for the 
suffering refugées of Armenia? 
Help them out a little. 
attention. Many of them are starv- 
ing for want of the table scraps 
that you throw away. 


U. C. Baseball Team 
“to Tour’ West. | 
and East ~~ 


Plans for the university baseball 
team are being pertected for their 
castern tour. The schedule includes 
20 gathes: with western and middle 
nines. Utah, Colorado, 
Northwesterou, Syracuse, 


vestern 
<ansas, 
/rinceton, Dartmouti, Yale aud 


Harvard are in the itinerary. 


Ideas, 


|Heroine of Trenches 
Coming 


San Diego-Yuma Highway 


Is Now Assured es ee 
a Next Thursdav evening Mlle. 


Mignon Lavrille: will give a con- 
cert at the Richmond clubhouse. 
farm bureau has appointed a com- | She is the little hero of the trench- 
mittee of one director from each|es. The concert will be under the 
siipervisorial district to confer with | direction of Community Service. 
county highway commission for |Mrs. A. B. Ledgerwood is in 
charye of the arrangements. * 
i aA AEN IS Soe et 
See Richmond's pay roll sched- 
and west from Yuma, will now be|ule on Fourth page. 
assured of the rain transcontinen- 
This will develop the 


Imperial county voted $1,500,000 


Holtville, 12 miles. due east of 


Another Pioneer Passes - 


east side*of the’ valley, which is DIED—Mis. Margaret re aden 
one of the most productive in the Tuesday, January 20, 1920, aged 
country. 75 years. 

er an pe Mrs. Jones was a pioneer of 

Church Days Richgiond, coming. here when the 

place was a hamlet, « She invested 

Palm Sunday—March 28: in realty, and leaves: to her: ‘two 

Good Friday—April 2. sors. considerable valuable © pro- 
Easter Sunday—April 4. perty. he sons, Fred T..and W. _ 


W. Sturges, survive her. 
reside in Oregon, where thev are 
engaged iti the cattle. business. 
Fred-is here attending to the funeral . 
arrangements, Interment will: ‘he. 
made at Susanville, the former.” 


Bank Clearances 


The following are #the bank 
clearauces for December, 1919: 


your new registrati 


iene renore  thadiad R. 
The: repor at Judge R. now. . The city eler 


Latimer will not be a candidate for 
re-election is unfounded. © Judge. 
Latimer will be a candidate: for ken 
‘Télection, a ‘ ee 


RICIIMOND’S NEWS SUMMARIZED ; 


They need ” 


They.” 


registrant will take care ‘ your 


* NEGRO WORKERS. 
INNEED OF HELP 


Thrown Out By Employers When 
Longshore Strike Ended, 
Are Walking Streets 


San Francisco.—Fully eight hun- 
dred negroes who during the long- 
shoremen’s strike were brought here 
from Georgia, Washington 
State and Lower California, many of 
them throwing tip regular $2 a day 
jobs, are now walking the streets, 


looking for work, while in many in- 


Texas, 


stances their wives and families, who 
came with them, are in want, accord- 
ing to President W. H. Martin, of the 
Pacific Coast American I:mployes’ In- 
dustrial Association 

Martin said that the men believed 
the employers had promised constant 
and _ highly that they 
worked satisfactorily 
throughout the industrial trouble, de- 
spite strikers’ onslaughts that injured 
many of them and maimed several; 
and that since the end of the strike 
practically all had been discharged. 

“Our association has been assured 
that the Matson Nayigation Company 
will re-employ as many as possible,” 
said Martin. “At present about 800, 
300 of them with wives and families, 
are living on their scanty savings, 
credit, or the small contributions 
which the 200 or so who have found 
work give each Sunday at meetings 
we hold in Hamilton Hall. Our people 
avoided forming this organization 
until the closing days of the strike, 
trusting théir employtrs to keep them 
at work. Theg association is now 
ready to provide reliable, competent, 
colored workmem in all lines—me- 
chanics, machinists, janitors, porters, 
chauffeurs, engineers, laborers, iron- 
workers, farmhands and so on.” 


NAN ARRESTED FOR 
PLOT TO SLAY WOMAN 


woman Beaten and Chloroformed— 
Life Saved by Windstorm 


paid) work; 


loyally and 


. 


\ 

San Francisco. — Robert Knight, 

_ sought by Corning authorities for 
complicity in a plot to kill Mrs. John 

‘Carcroft of Corning, was arrested 

January 16 after a search Of more 

than a year by police throughout the 

State. He was found by Detectives 

Leo Biinner and George McLaughlin 

“in, his office ,in the Kohler & Chase 

building. 

According to telegraphic advices 
from Corning a man entered the Car- 
croft home in March, 1918, and find- 
ing Mrs. Carcroft alone beat her into 
unconsciousness and then -laced a 
handkerchif saturated with ether over 
her face. 

The woman lay unconscious for 
some time until the front door of her 
home was blown open by a rising 
windstorm. The breeze revived her 
and she telephoned to her husband. 
She recovered from her injuries. Her 
description of her assailant turned 
suspicions toward Knight, who was 
known in that city as Albert Tinnen. 

Knight denies the charge. He ad- 
mits that he was frequently in Corn- 
ing. Te saidaafter his arrest: 

“This charge is preposterous. 1 
‘know Mrs. Carcroft well, and if I 
had been the man who attacked her 
she would have recognized me imme- 
diately. I have been in business in 
San Francisco for some time and 
could easily have been found. I-can- 
not imagine what would make Mrs. 
Carcroft accuse me of such a thing.” 

Knight formerly conducted a danc- 
ing academy in the Kohler & Chase 
building. He is now employed in the 
academy. Sheriff Jud W. Boyd of Red 
Bluff has been notified of the arrest 
of Knight and will arrive soon to take 
him to Corning for trial. 


MOTHER KILLED GIRL 
~ SAYS WALTER TABOR 


Kalamazoo, Mich.—Walter ‘Tabor, 
brother of Maude Tabor Virgo, whose 
body was found buried in the cellar of 
the Tabor homestead at Lawten last 
November, was taken into custody 
January 15, after he had given a dep- 
uty sheriff a signed statement® im- 
plicating his mother, Mrs. Sarah Ta- 

Ober, in the death of hersdaughter, Van 
‘Buren. county authorities state. He 
') pis being held as a witness. 
». ¢« Actording to the officers, Tabor's 
statement declared, his mother, now 
80. years old, chlorofermed Mrs. Virgo 
and that he had removed the body to 
< the:cellar, where it was placed in 
“the woman's “hope chest” and cov- 
ered with lumber. The motive, Ta- 
“bor was quoted~as saying, was his 
mother’s desire to’ prevent division 
of thé daughter's property with Jo- 
‘geph' C. Virgo’s child. + 
Mrs. Tabor has been if custody at, 
Paw Paw on a charge of murder 
‘gince.her return from California early 
r dast.. Virgo’is also in 
¢tistédy on a charge Of manslaughter. 


TERSELY TOLD 


“Winnemucca, Nevada.—Wandering 
in a dazed condition, with feet and 
hands frozen, Fred Garden was found 
on the desert fifteen miles from Sul- 


phur by William De Long, a ranch- ; 


man. Garden was sent to Winnemuc- 
ca and placed in the hospital. He 
can give. no account of his actions. 

San Francisco.—Robert Freitas, 20 
years old, shot and killed himself last 
night when the Oakland police en- 
tered his home at 1071 Forty-seventh 
street, Oakland, to arrest him for par- 
ticipating in the robbery of a Wells 
Fargo strong box at the. Sixteenth- 
street depot, December 5. 

Los Angeles.—Jatmes D. Plevros, an 
interpreter, leaped or fell from the 
roof of the six-story Pacific Electric 
building here and was dead when 
icked up. Hundreds of pedestrians 
witnessed the fall. Plevros narrdw- 
ly missed H. S. Merritt, a fireman, 
who was passing at the moment. 


San Bernardino.—Dr. H. L. Duke, 
president of the University of Red- 
lands, was elected. president of the 
Southern California Baptist Associa- 
tion at the close of a four-day annual 
convention here. Riverside was 
chosen for the 1921 convention. Vice- 
presidents by districts were named as 
follows: 


Los Angeles, Mrs. John E. Scott of 


Pasadena; Santa Ana valley, Grant 
Holcomb, San Bernardino; Santa Bar- 
bara, Rev. E. W. Grigg, Lompoc; 


Southwestern, Mrs. Grace Van Zandt, 
San Diego; I.os Angeles City Mis- 
sion, Rev." J. B. Fox, Los Angeles. 
Rev. Frank Dunham and Rev. Gordon 
Palmer, of Los Angeles, were named 
clerk and assistant clerk, respectively. 


San Rafael—Tony Cabral, a Nicasio 
‘rancher, is in the Cottage Hospital 
here suffering from a possible fracture 
of the skull, the result of a collision 
between his machine and a loaded 
furniture van driven by Cirilo Artal of 
751 Vallejo street, San Francisco. 
Both machines overturned. Artal was 
slightly injured, but left the hospital 
after receiving treatment for bruises. 

San Rafael.—Dr. Henry J. Kreutz- 
mann, well-known San Francisco phy- 
sician, with offices at 1054 Sutter 
Street, dropped dead January 14 
while a passenger on the Sonoma val- 
ley train between Ignacio and San 
Rafael. Dr. Kreutzmann had been 
quail hunting and was returning to 
San Francisco. 


Tulare—David L. McKaye, com- 
mander of Tulare post of the Ameri- 
can Legion, has issued a warning to 
merchants and all residents of this 
city and district against the activity 
of alleged former service men who 
have been securing money on the plea 
that they are collecting for “the 
Legion fund.” Small.amounts in many 
instances have been secured, Com- 
mander McKaye says, who adds that 
no member of the local post is so en- 
gaged and that the work is wholly 
without official authorization. The ac- 
tivity of the men who have heen at 


work here has been called to the at-} 


tention of the police 
Santa Ana.—T. F. Burke, 28 years 
old, of Faulkton, S. D., was killed and 
two other men were injured when an 
automobile in which they were riding 
was struck by a northbound Santa 
Fe passenger train at Irvine crossing, 
near here. The two injured, Jake 
Licht, 35, of Orient, S. D.; and. Re k:. 
Dean, 40, of Faulkton, were brought 
to the Santa Ana hospital, where it 
was said Licht might die. The party 
was bound from Los Angeles to San 
Diego when the accident occurred 
San Diego—More than one and 
one-half million dollars worth of whis- 
ky, wine and beer has been shipped 
here by steamer and rail during the 
last three weeks for reshipment across 
the border to Tiajuana, it was an- 
nounced by Federal officers. Of this 
sum, about $500,000 worth has been 
shipped out of San’ Francisco on ves- 
sels of the Admiral line. Extra guards 
have been employed at the municipal 
pier here to guard the shipments. 


FRANK MATTISON DIES 
SUDDENLY AT SANTA CRUZ 


San Francisco.—Frank Mattison, 
former member of the State Board 
of Equalization, and former grand 
president of the Native Sons of the 
Golden West, died at his home in 
Santa Cruz January 15, after an ill- 
ness of two months. 

Matfison once was an unsuccessful 
contestant in the Court against A. B. 
Nye for the position of State Con- 
troller. Mattison was appointed to 
the office in 1907 by Governor Gillett, 
who at the same time suspended Nye. 
This action precipitated one of the 
most bitter political fights ever staged 
in -the State. Mattison’s last public 
office was that of Commissioner of 
Public Health and Safety in Santa 
Cruz. z 

For many years Mattison was one 
of the leading, political figures of the 
State and was a life-long Republican. | 

He is survived by his wife and a 
daughter, Miss Lila Mattison. Matti- 
son was sixty ‘years old and was bern 
on a ranch near Soquel, in Santa Cruz 
county. z 


The Real Test for Sncdess 
_If you. want to. know if you are| 
going to be a success or a failure in! 
life, you can easily find out. The test | 
is simple and infallible. Are you. able’ 
to save money? If not, drop out. You| 
will fail as sure asgyou live. You may 
not think so, but you will. The seed | 
of siftcess is not if you. 


’ 


CLAIM OF CHORUS. 
GIRL UP-IN COURT 


Marshall Field’s Grandson Alleged 
Father of Boy, Aged 3; Judge 
to Rule on Term ‘Issue’ 


Chicago.—The_ three-year-old son 
of Henry Field and Peggy Marsh, 
chorus girl, began his fight for a share 
in the estate of Marshall Field, be- 


fore Judge Dennis E. Sullivan in the 


Superior Court January 14. 


Before his ‘society ,marriage in 
America, Henry Held Sgrindton of 
Marshall Field, lived with Peggy 


Marsh and became the father of her 
child, who was given the name of 
Henry Anthony Marsh. At the time 
of Henry Field's dedth, his brother, 
Marshall Field III, established a fund 
of $100,000 for Peggy Marsh in settle- 


ment of a contract between his 


brother and the woman. 


The hearing started, however, is an 
effort on the part of the mysterious 
Peggy and her son to collect two- 
fifths of the $5,000,000 trust fund orig- 
inally set aside for Henry Field by 
his grandfather, Marshall Field. For- 
mer Governor Edward F. Dunne, ap- 
pearing in behalf of Henry Anthony 
Marsh, declared before Judge Sulli- 
can that the child is entitled to two- 
fifths of the income from the $5,000,- 
000 trust fund because the original 
Field will provides that this income 
should be collected by Henry Field or 
his “issue.” 

The Field estate, although grant- 
ing the validity of the contract en- 
tered into between, Henry Field and 
the chorus girl, maintains that the 
will of Marshall Field providing for 
Henry Field’s “issue” referred to his 
“lawful issue,” and not to an illegiti- 
mate son he might have. 


HERES WHAT DRY LAW 
PERMITS AND FORBIDS 


The Eighteenth Amendment 


After one year from the ratification 
of this article the manufacture, sale 
Or transportation of intoxicating liq- 
uors within, the importation thereof 
into or the exportation thereof from 
the United States and all territory 
subject to the jurisdiction thereof for 
beverage purposes is hereby prohib- 
ited. 


Se What You Can Do 


ment bonded warehouse. 

You can keep liquor in your home: 
you can even drink it there and Serve 
it to. bona-fide guests. 

If you're sick, you can get a doc- 


a drug store. The limit on this is one 
pint every ten days. 7 

If you move, you can take your 
liquor with you, provided you get a 
permit first from the State prohibi- 
tion director 


What You Can’t Do 

You can’t buy a drink 
the United States. 

LegaHy, you can’t carry a flask on 
the hip. 

You can't drink anywhere except at 
home or as a bona-fide guest in the 
home of a hospitable friend. 

You can’t move your liquor stock 
from a storage warehouse or a safe 
deposit vault to your home. 

You can’t have liquor in your club 
or your hotel, unless you have a legal 
residence there, and then you must 
keep it in your own rooms\or in a 
locker over which you have“com- 
plete and exclusive control.” 

You can't have two legal residences 
in the same town. 

You can't buy fruit juice after it 
Starts to ferment. 

You can’t carry or ship liquor out 
of the country. 

You can’t carry or ship it in. 
You can’t manufacture it. 


anywhere in 


PRIVATELY WORKED STILL 
GAINS NOISY NOTORIETY 


Chicago.—Ordinarily the raisin of 
commerce is a humble spineless sort 
of thing, without much character, but 
under the manipulations of the home 
brewer it arises almost to the heights 
of a deadly weapon, at least it is a 
mischief maker. 

On the north side there was an ex- 
plosion, a big splash, a lot of noise 
and a call for the fire engines. -A 
home brewer working with raisins had 
left them to their own resources too 
long and they developed a kick that 
blew up the still, «smashed out the 
windows of the basement, ‘and: the 
mash, portions of the vat ‘and other 
evidence was smeared all over the 
sidewalk right where the Vigilant | 
Federal sleuths could tabulate it. 

When a fire company responded to 
all the hubbub, it found no fire, but 


| evidences that plenty of fire water | cisco; 
|had been in the making. The walls were 


of the basement were plastered with | 
raisins in various sta@es of violent | 
eruption. The big vat was beyond any} 
hope of repair and the magh was 
scattered everywhere. The air was 
redolent green booze but there was 
no one at hand to explain how it all 
happened. 

Government investigators are now 


on the job. | 


You can keep liquof’ in a Govern- 


tor’s prescription and have it filled at | 


iby neighbors, attracted by the 
mother’s streams for help. He died 
on the way 

Mrs. Courie is prostrated by the 
tragedy. According to her story she 


| Was only in play. 


ta reins and had answered an ad- 


SECOND DEGREE MURDER 
VERDICT IN NEW'S CASE 


Jury Urges Confinement for Period 
for Medical Observation 


Los Angeles—Harry New was 
found guil of second-degree mur- 
der in c¢ retin with the shooting 
and killigg of his fiancee, Freda Les- 
ser, in Tpango canyon, near here, on 
the night of July 4 last. A jury in 
Superior Yudge Gavin W. Craig's 
court returned the verdict shortly be- 
fore noon January 15. after it had 
been deadlocked for almost forty-four 
hours and after both sides virtually 
had given up hope of am agreement. 

Coupled-with the verdict was a rec- 
ommendation that the Court order ‘the 
defendant placed im an Jnstitution for 
a “reasonable length of time for ob 


servation as to his mental condition.” 
New maintained to the end the jim 
perturbability that has marked his 


demeanor during the trial. He heard 
the expression of his guilt) without 
change of color or other sign of emo- 
tion. ‘Miss Edna Clancy, half- 
sister, also heard the verdict calmly. 
His mother, Mrs. Lillie Burger, was 
not present. 

Thomas Lee Woolwine, District At 
torney, said the verdict showed that 
“even the son of a United States 
Senator cannot with impunity wreck 
a girl’s life and then shoot her to 
death to escape his own villainy.” 

New is said to be the illegitimate 
son of Senator Harry S. New of In- 
diana. Before the trial New’s coun- 
sel announced that the Senator had 
contributed to the defense fund. 

The defense counsel announced 
that Senator New, replylg to a tele- 
gram apprising him of the verdict, 
had agreed to Supply ftfhds to finance 


his 


the fight for a second trial” ’New’'s 
attorneys. said that 4n application to 
release their client on bail would be 
made on Monday. 

Harry New surrendered at the 


'Central Police Station here early on 
the morning of July 5 last and con- 
fessed he had killed his flaucee, 
Freda Lesser, and had her body out- 
side the station in his automobile. 
The officers found the body, in the 
machine, a bullet wound in the, head 
| near the temple. : 
New said he shot Miss [.esser to 
death in Topango canyon, a few miles 
from her, because he said she re- 
fused to bear the chitd she was ex- 
pecting and had arranged .to have 
an illegal Operation. He said he was 
responsible for the young woman's 
condition and had wished to marry 
her, but she refused. i 


BOY DIES OF SCALDING: 
MOTHER PROSTRATED 


Accidently Overturns Boiling Soup 
While Playing With Son 


San Franciseo—Death 
playful romp ot: a mother and her 
child January 18 when little Lebera 
Courie, 3 years old, was scalded to 
j death before the eyes of his mother, 
who helpless to aid him, saw him die 
as the result of an accident of which 
| She was the innocent cause. The child 

was scalded to death by the boiling 
contents of a pot that his mother acci- 
dentally knocked from the stove while 
playing with the little one. 
; The tragedy occurred at Mrs 
| Courie’s home, 236 Lobos Street. The 
baby, playing in the street. had not 
come in as the dinner hour ap- 
proached, although his mother called 
several times. Playfully she chased 
him into the house, and as he passe 
the stove waved a Strap she held in 
mock anger. 

The strap carried death. Striking 
the kettle of boiling soup it precipi- 
‘tated it upon the child, the 
fluid completely covering 
body. 

The baby, semi-conscious, was 
taken to the San Francisco Hospital 


ended a 


scalding 
his little 


had no intention of punishing the 
baby, and the move with the strap 
Physicians say the 
child’s condition was hopeless when 
picked up from the floor. 
SSeS COE a RO 


. 


A Regular Dog. 
He was looking for a good canine 


vertisement in the newspaper. 
following conversation ensied: 

“You advertise a sensible dog for 
sale?” 

“Yep.” 

“What do you mean by a sensible 
dog?” 

““This pup has never had .a.ribbon 
around his neck and has never rid- 
den in a limousine since the day he 
was born. He'sa happy-hearted, bone- 
burying, cat-chasing, 100 per cent dog.” 
—Houston Post. 


The 


During the flu epidemic i San-Fran- 
when all public meeting-places 
closed, and the entire popula- 
tion was compelled- to wear masks to 
prevent the spread “of the disease, a 
ria man was overheard tinutter- 

“Well, I’m an old man, but I have 
lived’ my time and am ready to quit. 
I have lived to see four great things 
come to pass—the end of the war, the 


churches closed, saloons left open, the | pitied work, Cocoa was used as an- 
s esthetic. 


women muzzied.”—Judge. - 


ee 


Primitive Race of Head 
Hunters Displayed Art 
in Preserving Trophies 


A very primitive race are the Jivaroe 
Indians of Ecuador. They and the 
Mundrucus tribe of northern central 
Brazil have long been known as mod- 
ern head hunters. Although the prac 
tice is now forbidden by their govern- 
ments, it is said that it still persists. 
The Ecuador Indians counted human 
heads among their war trophies, and 
to win the heart of a maiden of the 
tribe it was necessary for the suitor 
to prove his skill for war bringing. to 
the father of his favorite maiden one 
or more enemy heads: 

The Jivaros have a process of tak- 
ing such a head and shrinking it. until 
it is no larger than an average doll’s 
head. It is then mounted on a short 
stick and carried in triumph by the 
warrior. The head with part of the 
neck is severed from the body. A cut 
is made from the base of the skull 
down through the skin of the neck. 
The bones are carefully removed and 
the shrinking process begins. A num- 
ber of hot stones are ptt into the skin, 
which is constantly turned to bring 
them in contact with all parts of it. 
It is said that the process sometimes 
continues two’weeks before the head 
is reduced to the desired size. 

Ww some places a single stone, nearly 
the size of the head, is first used, then 
a smaller one and so on until the 
work is compléted. .Cords are gen- 
erally attached to the lips, and one is 
run thrdugh the top of the head to sus- 
pend it by. The cut in the back of 
the neck fs sewed up and the trophy is 
complete. 
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Brazil’s Richest Mineral * 
* Zone in Heart of Republic 
in State of Minas Geraes 


The richest mineral zone of Brazil 
lies in the heart of the republic, in the 
state of Minas Geraes. But through- 
out the central and northwestern prov- 
inces there abounds a wealth of gold, 
silver, iron, manganese, diamonds and 
other precious stones, says the Scien- 
tific American. At the present time, 
however, only a small portion of the 
valuable beds of mineral is being 
worked. Doubtless existing unsatis- 
factory mining laws, as well as lack of 
fuel and transportation facilities, are 
responsible for this condition. Prac- 
tically the only deposits being exploit- 
ed at the present time are those of 
manganese situated negr the railroads. 

The largest of these is the Mina do 
Morro, which played a prominent part 
in American life during the war, large 


quired in the manufacture of steel. 
Over a_road ballasted with the valu: 
able manganese ore, the train bearing 
the visitor climbs to the top of a moun- 
tain of manganese, where the actual 
process of mining is carried out in the 
open air. This appears to consist of 
literally nothing else than the digging 
or dynamiting off of a hillside and the| 
carting away of the fragments. 


SMILES FOR ALL 


The Esthetic Judge. 

“That doctor can’t reset my broken 
nose by himself,” declared the incom- 
parable movie actress. 

“But he’s a competent surgeon.” 

“No matter. I must have a sculptor 
present.” 


quantities of this mineral. being -re- 


His Good Point. 

“Papa,” said the 
little boy, “has the 
devil got a tail?” 
' “Some folks say 
so,” answered the 
father. ; 

“Gee! That 
would be nice!” 

“Nice? And 
why?” 

“Because he can 
tie it to .his little 
boy’s wagon and 
pull him around.” 


The Plain Facts. 

“Some of these elderly spinsters act | 
as if they thought every man was a gay | 
Lothario.” 

“That's a serious mistake. The av- 
erage man lacks beth the price and the 
herve to be a gay Lotharto.” 

_ A New Bird. : 

“What has become of the frigate 
'bird?” 

“Dunno. I think I saw an automo 
bile bird yesterday.” 

“What d’ye mean, automobile bird?” 

“Anyhow, it was honking.” 


j 


Pleasant News. 

“Algy, I hope 
; you are not mar- 
‘rying me for my 
money.” 

“Perish the 
thoyght.” 

“Then that’s all 
/right. Dad tells 
‘me he’s about to 
‘ fail.” © 


Father’s Shooting. : 
They had hare. for dinner, and very 
proudly mother told little Ada: that it 
had been shot by father. 
“Realty !” said the little angel, “And 
who held it while daddy shot it, mum- 
my?” - 


Demisiey an Ancient Art. 


Dentistry was an art among the Azi 
tees 1,500 years ago, even to crown and 


35 Million to Wage War on Styles 


Consumers’ Union, Comprised of Women, to Battle Against 


High Cost 


of Living 


The Consumers’ union, 35,000,000 members strong, will soon be in. 


action, according to a Washington co 
It witl call nation-wide strikes. 
styles. Every one of the 35,000,000 


rrespondent. 
One of the first will be against 
women belonging to the union will 


pledge hérself to wear last year’s hats and last year’s gowns. 


“Of course they will do it,” said 
Attorney General 
lized by the government in a giganti 


Miss Edith S. Strauss, appointed by 


almer as a marshal of the army of women to be:mobi- 


¢ offensive against the high cost of 


living. “Every woman is willing to wear last year’s hat if she knows 
every other woman is doing it. I’ve already gone on a strike against high 


prices. I have taken a vow to buy no 
ing can be no longer clothes. 


more clothes until those I am wear- 


“Everyone is organizing in America except the poor consumer. Until 


the consumers unite and stand solidly 
sive campaign against high prices we 
and watch the profiteer flourish. 


behind the government in an inten- 
might as well sit with folded arms 


“The women must carry on about nine-tenths of this warfare against 


high prices and with 35,000,000 of 


them organized and working as a 


solid whit with the government, in six months we can get the cost of 


living back to normal levels. 


“In every city and village there must be a league of consumers who 
pledge themselves to do without rather than pay excessive ptices. When 
milk is raised to a price beyond reason, like against the people of New 
York, they will call a milk strike and ‘on cértain days of the week dd 
without milk until the law of supply and demand forces a cut in the price. 

“One of the reasons for excessive prices is that the American public 
is drunk with money; people have.more money than ever before and they 


are spending it recklessly. 


“One of tite first things we must do fs to cut out senseless luxuries, 


another is to increase production.” 


Miss Strauss is a pretty, energetic, wholly confident young woman. 
Her official title is director of woman’s activities: High cost of living, 


department of justice. 
“Do you know that there are 16 
living by traveling through the count 


,000 men and women earning their 
ry telling people how unhappy they 


should be and how they should go out from under and overthrow existing 


conditions?” she concluded. 


PIGS CAUSED 
WORLD WAR 


Quarrel Between Austria and Serbia 
Traced to Difficulty Over Swine 


Plgs—just pigs—brought on the 
wafF, according to a statement. accred- 
ited to Count Carl Seilern, formerly 
confidential adviser to the erstwhile 
<mperor Charles at Vienna. Frederick 
H. Mead of Troy, N. Y., a member of 
the Red Cross convoy taking food sup- 
pHes to Budapest, reports the count 


pus saying: 


“Fifteen years before the war Ser- 
via was shipping great numbers of 
pigs into Hungary, successfully com- 
peting with the Hungarian farmers. 
The Hungarians protested but the bor- | 
der was left open. ‘Finally the Austro- 
Hungarian government on the pretext 
that all Servian pigs were diseased 
placed an embargo on them. 

“Up to that time the two govern- 
ments had more or less of a friendly 
understanding. Political leaders in 
Servia seized upon the pig incident. 
Austro-Hungarian diplomats took up 
the question. Misunderstandings arose 
over it. When it grew too old for-po- 
litical propaganda, -other questions 
were built out of it and thus the world 
war was brought on. 

“Yes, there fs no doubt, pigs caused 
the war.” 


Ticket Stamper’s Accident 
Led to Discnvery of Art 
of Pri...ing From Stone 


An odd accident led to the discov- 
ery of lithographing. 

In‘ 1 a ticket stamper, emplvyed 
at a Munich theater, carelessly left his 
salary check on a table in the room 
where he worked. A gust of wind 
suddenly blew the check off the table 
into a besin of water on the floor. 


He di. ‘.e check as best he could, 
ane aighten the paper out, he 
penced ft underneath the whetstone, 


which had been resting on his print- 
ing stamp, and left it lying there 
throughout the night. ; 

The following morning, on taking 
the stone off the check, he was sur- 
prised to see that the {mprint from 
the stone was trans¥erted to the 
check, ‘and the thought struck him 


' that by means of a large stone he 
|} could “print” programs and songs. He 


made experiments, and: finally discov- 
éred—through this accident—the art 
of printing from stone, 

Thas was he the first lithographer. 


“The World War,” Official 
Name for Great Conflict 


The war is still so close to modera b 


times that all sorts of names ‘have {great wall: of 


been used to distinguish it from other 


‘wars. The war department througk 


the secretary of, war, has decided to 
call it “Fhe World War.” An officiai. 


‘order to that effect was made pubh. 


recently, declaring that “the war 
against the central powersef Europe. |. 
lo which the United States has taken 


| Part, will hereafter be designated, ‘in 


all official communications and pub- 
lications as ‘The World War,’” _ . 


Japanese Produce Dwarf 
Trees Through Training 
in Reverse to Nature 


There is a general impression that 
the method of producing dwarf trees 
is a secret that the Japanese have - 
never divulged; but the course to be 
pursued is really simple. The whole 
System of culture may be summed up 
as the reverse of nature’s method. It 
really consists, not in the survival..of 
the fittest, but rather In the survival 
of the unfittest. A poor, weak seed le 
usually chosen and planted. As soon 
as it has attained some growth the 
leading shoot is trimmed off. The Ht 
tle plant then grows two other shoots, 
and these are carefully watched, When 
one shoot exhibits a strength and vi- 
tality greater than’ its fellow it is at 
once cut off and the weaker shoot is 
untouched in order to form the future 
dwarf tree's inain stem or trunk. This 
system of trimming and cutting fs fol- 
lowed punctiliously. Water is seldom 
used—only in very small quantities to 
Keep the little plant actually alfve. 
The tree is kept in a pot too small for 
Its full development, and the roots are 
constantly pruned. The shoots are 
carefully trained and bent to follow 
the growth of a large tree. All this 
requires great patience, but the Jap- 
anese never tire watching the growth 
of the tree from ‘day to day, week 
to week and month to month. When 
the tree has been growing for about 
five years, {t can then be practically 
left to take care of itself. It has be 
come accustomed to its training, and 
Its surroundings, and, like force of ° 
habit, follows the course laid out for’ 
It. In this manner some very mag- 
officent specimens of dwarf trees are 
produced, which in their miniature 


beauty and majesty compare favorably * 


with their big brothers in the untraizied 
forests. 
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RIGHT TO THE POINT 


And even the skin-deep beauty 

is apt to wear off. . E 
Trying to dodge work tires 

more men than hard labor. 

A genius js a man who ts not 
much good at anything else. 

It doesn't require much prac- 
tice to acquire the art of being 
lazy. each 

Only a strong-minded woman . 
can preservé'fruit and her tem- 
per simultaneously. 

The, railway conductor hag 
troubles of his own wit wor 
rying about bis wife's train, = 


OOOO OO O60 Oe 8--0--0-0 sooo ememoncguqnget 


An interesting Link. 


— 
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One of the Interestiug recent discov- 
erles was that of Sir A, Stein, who 


found fo the desert of the Helmand in. - 


Afghanistan 9 series of watch tow-— 
ers extending 62 miles, dating from the 
early Christian era and connecting the 
all‘ of China with the Roses 
Unes of Syria. | are 
eee 
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; “Truck for Chambermaide, - 


For the use of chambermaiés ip 
large hotels and epartment: housie a 
rubbertired .. truck. “with guitable 
‘shelves has been- 
carrying all the supplies and imple 
ments she is likeiy to require, 
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AY CITIES 


USINES 


_ DIRECTORY 


271 Post Street, San Francisco, Cal. 
THE BIGGEST FURNITURE HOUSE ON THE PACIFIC : COAST 


Your Credit Is Good at This Store 


No matter where you live WE TRUST YOU for anything 
for your home---on your promise to pay. Your word is all 
we ask. OPEN AN ACCOUNT WITH US AT ONCE. 
The Book pictured below tells you how; gives prices and 
terms. Send for it TODAY. It pictures Furniture, Rugs 
and everything for your HOME. 


All Goods on 30 Days FREE TRIAL 


FREE OFFER--HOME BOOK COUPON 
Upon receipt of this Coupon send me your big FREE 1920 Home 
Book. want to know about your Home Furnishings on Credit 
by mail. 


Fill Out 
the 


Coupon 


Mail it. 
TODAY 


For Developing Your Films 
Any Size. 6 exposures from.V. P, to 3A,.. We pay return 


postage. Mailjus your Kodak printing. Send for En- 
v ( larging and Printing Price List. 


WAKELEE’S PHARMACIES 
"Established 1850 : 572 O'Farrell St. : San Francisco -~= 


WRINKLES, FACIAL DEFORMITIES, scars, blem- 
ishes, lumpy filling heer capirrdar ar Pain or danger ; most 
specialty. 


Be B. B. MASTEN, M. D., 323 Geary St., Room 316. 
' Ask your or write 


ax soe INDIAN & EXCELSIOR BICYCLES &°"™ 


PACIFIC MOTOR SUPPLY CO., 1438 Market St., San Francisco 


EXQUISITE FURS for ALL SEASONS We Positively 
Guarantee Our Prices for QUALITY FURS to Be the Low- 


est On Pacific Coast. HUDSON BAY FUR CO. 
222 Powell St 23 os San Francisco 
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BEAUTIFUL CABINET PHONOGRAPHS 
With 20 Selections of Records : 

On Terms of $1.00 Per Week 
IRVINE MUSIC GOMPANY " 
973 Market St., Mezzanine Floor, San Francisco 


: ! FURS OF 
FASHION 


HEALD’S 


BUSINESS COLLEGE 


Fine Positions for Graduates 
Write for Catalog Oakland, Cal. 


Complete Course in Auto and Tractor 
Repairing and Driving 
Machine Shop and Oxy-Acetylene Welding 
337 Golden Gate Avg. San Fransisco 


SANATORIUM 


BOX 448 HAYWARD, CAL. 
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FOR NERVOUS BREAKDOWN—EPILEPSY— 
CHRONIC AIWMENTS. Best of Care. 
Reasonable Rates. ae ADDRESS— 


bi aan ei Te we Sn 


buying Vulc. Machines; buying optional. DAY and NIGHT SCHOOL. 
VUL. CO., 1047-A Mission St., San Francisco. 


ANDERSON STEAM 
“ANDERSON WAY THE ONLY WAY” 


CUT Y invited to inspect the wonderful coljection of Novelties 
THIS and Curios gathered from all corners of the world, at E. BLOCH 
OUT MERCANTILE CO., 241-243 Market Strept, San Francisco, Cal. 


DENNIS COLLEGE 

BEAUTY CULTURE 
: PATENTS 

BRADLEY L. BENSON 


KECISTERED PATENT ATTORNEY 
eke SAN FRANCISCO 


FREE | 


We teach Hair-Dressing, Marcel Waving. 
Manicuring, Chiropody. 2 
age no difference; indivdual experience on liv- 
ing models. Send fer catalog. 908 Mkt, San Francisco 


Sta eso — 
puis Rae PRICES PAID | 
FOR HIDES AND SKINS 
BISSINGER & CO. 


ULL BALBOA BiDt 


HAWAIIAN ORCHESTRA 

itar, Ukulele, Mandolin, Tenor Banjo, 
Siguitor, ula-Hula Dancing, all stringed music 
instruments taught by note, earor easy Hawai- 
ian method. ly Hawaiian teachers in the city. 
hing line of Hawaiian 


Shipping 


AUTOMOBILE ACCESSORIE 


CAL. "AUTO PARTS & WRECKING CO. Accesorios 


2nd“parts fi H . 52 P Re 
hauitlag and Huby oa ‘arts for all cars. 528 Golden Gate Ave., San 


dresses.— Hawaiian Studio Music and 
Gureo Co. 1312 Fillmore St. Phone West. 1124. 
ARTIFICIAL LIMBS 


ARPA APRA PRN AAAAA SOA 
AxvieiCIAL Limes and Urthopedic Appliances. AUN- 
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AUTUMO BILE tops, bodies, hoods aud Lenaers piienu 
facturéd and repaired. Automobile painting. Coun- 
try wotk solicited. KONRAD GOBEL, 335@ Broad- 
way, Qakland. : fe | 
EXPERT PAINTING, TRIMMING AND A 
TOP WORK. T. FURCH, 79 12TH 8T., OAKLA : 
AMERICAN AUTO METAL WORKS, 412 23rd 8t.. 
Oakland. | A. Fx HOFMANN, rts in repairing 


radiators, | fenders, gas tanks and steel bodies. 


We can Save you 
GUARANTEED TIRES 

RETREADS and VULCANIZING 
STANDARD TIRE SHOP 


Radiators. OAKLAND A’ BODY WORKS, 
2p _ nr. Broadway. Phone o 
kee } 
UTO 


- 416 


’ SAVE 75% up 
A 


BATHS AND MASSAGE _ 


RAR RRA RRA a 

‘TURKISH BATHS with massage treatment and bed, 
$1.00. Open day and night. Tub and shower baths. 
30c. Merrit-Hammam Baths, 9th and Franklin Bts.. 
Oakland. 


te 


me 
a 


8.50 | 


AKE $10.00 to $30.00 DAILY We teach the VULCANIZING BUSINESS in | 
MAKE $10.00 to $30.00 DAILY TEN DAYS and pay $2.00 per day to pupils 


olonial Cafeteria 427-428 14% strec | 


months to finish; | 


WINCHESTER HOTEL 


3rd and Market Sts. 
SAN FRANCISCO 


—FREE BUS to and from all Depots. and Ferries— 
M. J. GRAHAM, Manager 


a = =— 

CAFETERIAS AND CAFES = 

A GOOD PLAGE TO Kit —Boos Brothers’ Cateterias, 
1059 and 725 Market St., San Francisco. 


COLLECTIONS Ser are 

WE collect or buy delinquent accounG; no collection, 
no charge; bonded collectors; attachments; 
throughout U. 8. Acme Law & Collections 


cured for studenta 


DEPARTMENT FOR WOMEN 


PIQUOTING, Hemstitching, Embroidery, Pleating, Sil- 

ver Edging. Buttous made from your own material. 
G. Sternberg (Sole Trader). Vogue Pleat- 
ing & Button Co., 1444 San Pablo Ave., Oakland, 
Cal % 


| THE F. THOMAS DYEING & CLEANING WORKS, 
27 Tenth St., San Francisco, Mail Urder Dept. 
We pay postage one way. 

LET me remove tuat ugly hair, wart or mole from 
your face and improve your appearance 100 per cent. 
You must be saustled. Demonstration free. Miss 


V. Ferd, }17_ Grant Ave., den Francisco, 
ELECTRICAL MOTORS — 


BUY MOTORS SELL 


REPAIRING — REWINDING 
BUZZELL ELECTRIC WORKS 
3 34-44-20->& 5ansome F; i 


NEW and used motors exchanged, sold; electric ‘sup 
Dites. Peerless Elec. Motor Co., 50 Second St., 8. F 

FARM TOOLS 

PLOWS HAKROWS—DRILLS—Gas Engines — Spruy 
outfits, Windmills. Adams Implement & Engine vo., 
538 Front St., San Francisco. 


|FURS REPAIRED _ 

FURS and fur coats remodeled ‘and repaired at very 
reasonable prices; sealskin coats re-dyed and made 

| like new; raw furs tanned and made up. Chicago 


Cloak and Suit Co., 969 Market St., S. F., 
Strand Theater, 


BARUAIN PRICES in fure, of all Kinds. Lite Fur 
Shop, 557 Geary St, 8 F. 


}___G@ET RID OF CORNS | 
WONDER SHIELDS remove your CORNS: 
natural methods, no acids; thousands used: 
25e by mail. DR. JAS. BRQWN, Chiropo- 
dist, Hale Bros,, San Francisco, 
was AND ELECTRIC FIXTURES 
GAS and Yasoline Tights and Mmanties: gas aid electric 
flxtureg and supplies. Welsbach Co., 863 Mission 
street, Ban Francisco. 


HAIR QOODS 
DYEING, bleaching; Henna-packs in all shades. Per- 
manent hair waving; wigs and toupess. DIEHL'S, 
469 lith St., Uakland, Cal. 


KIDNEY-BLADDER TROUBLES 

RAIN ARRAS of OS OPAL APRA rene nt 

MILLS REMEDY now curing many people suffering 
from inflamed aching kiduédys and uncontrollable 
bladder, For inturmation address Dr. k&. C. Mills, 
341 Corbett Ave, 8. F. 

LADDER FACTORY * 

LADDERS —Strqjght, step, orchard extension: Wee. 
_Ues and falls, ie & Adams, 1447 Ellis St.. 5. F 

NTS 


GOOD quality, $1.50 gal, S-gal. cans. Brown, Green 
Gray, Stone. Caldow Paint Co., 1564 Merket St.. 8. F. 


Announcement 


Leon S$. McGirk, who returned from Siberia 
after taking men and supplies there to established 
trading posts and open up placer mining last year 
is now at the head of the Siberian Commercial 
Co., Inc., and is making preparations to return 
to the northern flelds about March 15, with a 
fully equipped ship and a $50.000 cargo of iner- 
chandise to supply new trading posts aud placer 
mining camps. 


The territory in which the Siberian Comme: ia] 
Co. will operate is removed! at least two thousand 
miles from the nearest point in Siberia where 
there has been any trouble by reason of war and 
only forty-nine miles from ow own United States 
Doasessions 


This is a virgin territory, rich in gold. platinum, 
silver and copper. Millions of dollars in fur such 
as fox, land and sea otter, sable, Siberian squirrel, 
etc., are waiting for the fur trader. 


McGirk declares there will be a big rush to the 
placer fields in the Spring and. is therefore pre- 
paring to make an early departure 


If you would be interested in the development 
of the immensely rich but undeveloped resources 
of this virgin country where fortunes are going to 
be made in the immediate future, address 


Siberian Commercial UCo., Inc. 
349 Phelan Building 
.. SAN FRANCISCO 


DAYTON 
Airless Tires 
N 


Punctures 
Blow-Outs 
Rim Cuts 


Write 
for Par. 
ticulars 

and Agents 
Proposition 


Geo. C. Salch Co. 


Factory Representatives for Cali- 
fornia, Nevada and Arizona 
1426 Market Street SAN FRANCISCO 


|PATENT ATTORNEYS ee 

WHITE & PROST—Patents, “425 “Gocker Building, 
San Francisco; 713 Union Savings Bank Building, 
Oaklai.d. ; 

| LINCOLN V._ JOHNSON—U. 
PATENTS (TRADEMARKS), 

PERSONALS Py Pee ed ap 

CIVIL ENGINEER, 27, worth $40,000 woul marry. 

| W-Box 35, League, Toledo, Ohio. 


MARRY AT ONCE. We put you in corres 
with thousands of char ad 


8. AND FOREIGN 
57 POST ST:, 5. F. 


Address Allen 
; Ward, B748 Valley, Nebr. .- 2 % 
\IF YOU Want a healthy, wealthy, loving wife, write 
to me. N. F, M., 4214 California St., Sau Fran- 
cisco, Cal. 


MARRY—Tboubands eongenial people, worth from 
$1000 to $50,000 seeking early marriage: descrip- 
tions, photos, introductions free. Sealed. Kither 
sex. Send no money. Address Standard Cor. Club, 
Grayslake, Il). 

MARKY —Thousands lonely peopls; all ages; worth 
$5000 to $400,000; will marry; write tor my Ust; 
FREE. Ralph Hyde, 2538-69 Minna St., San 
Francisco, Cal. . 

| IF you wish @ pretty and wealthy wife, write me. 


Stamped envelope for reply. Lillian Sproul, Station 
H, Cleveland, QOhie. 


GET MARRIED—Best_ matrimonial magasine pub- 
| Ushed. Mailed FREE, Many worth from $1000 and 
| upward wanted to get married. Both sexes. Aueri- 
can Distributor, Blairsville, Pa. 


| MISSING AND LOST PEOPLE located any- 
| where; charges reasonable. 
GENERAL EFFICIENCY CO., 

1112 Market Street, 


Gu: 


SCHOOLS AND COLLEGES 

HILES WATCHMAKING and Engraving School, the 
largest and best-equipped school in the West. 717 
Market St. 


TAILORS FOR MEN 


Receding, Bleeding, 
j and Spongy Gums 
eorrected with this new dis- 
covery—ORAZIN! Try it 


Delivered, postage paid, on 
receipt of $1.00, 


pat RRHOEA 


cisco. Mail Orders Filled. Address 101 Powell St. 


CALOMEL SELDOM 
SOLD HERE NOW 


Nasty drug salivates, makes you 
sick and you lose a 
day’s work. — 


Every druggist in town—your drug 
gist and everybody's druggist has no 
ticed a great falling off in the sale 
of calomel. They all give the same 
reason. Dodson’s Liver Tone is tak. 
ing its place. 

“Calomei is dangerous and people 
know it, while Dodson’s Liver Tone 
is perfectly safe and gives better re 
sults,” said a prominent local drug 
gist. Dodson’s Liver Tone is person 
ally gharanteed by every druggist 
who sells it,.- A large bottle costs 


eset Wala} NY, ina. ~~} but a few cents, and if it fails to 
ROSENBLUM-ABRAHAM COMPANY, INO, give easy relief in every case of liver 
-Wi Pe is 
“i mene Pe mare OhIy 40° Rak ter’ Pour amaber 
WATER PIPE back. 
ALL ‘SIZES of pipe and screw casings, both new Dodson’s Liver Tone is a pleasant 
prices right. SHEGTER PIPE woRts, Sot Howard| tasting, purely vegetable remedy, 


_& Adams, i447 Ents, 
wiaes 
FRONT plasea es ease ols ores 
FXO) Dieces make re porous, tiated 


Thousands of Sufferers 


have been relieved by or Herb 
Specialist of Long uce:. His 
careful: preseri, for each 

by. his 


the C 
ica. No 
what your trouble, a 
‘convines you. * ‘ 

‘ Consiiitation Free. You 
only for the a 


herbs. - 
THE FONG WAN HERB CO: 
548 Bighth St., Cor. Clay, Ouhtond, Cal. 
Phone Oakland 3767 Consultation Free 


hinese 
thi 


All druggists: Soap %, Ointment S £50, Taleum 3. 
Bampic each free of “Outioura, Dept. B, Boston.” 


mended for ever 


of Swamp-Root by Parrel 
Co jinghamp' 
close ten cents. 


Adv. 


harmless to.both children and adults’ 
Take a spoonful at night and wake up 


ai;} feeling fine; no biliousness, sick head: 
Rae 


ache, acid stomach or constipated 
bowels. It doesn't gripe or cause in- 
convenience all the next day like 
violent calomel. Take a dose of pred 
mel today and tomorrow you in 
feel weak, sick and. nauseated. Don’t 
lose a day’s work! Take Dodson’s 
Liver Tone instead and feel fine, full 
of vigor and ambition.—Adv. 


His Sphere of Activity. 

“I don't know what business is the 

right one for my son. He is so change- 
able.” 

*“Then why not get him into 


the 
weather bureau.” 4 


Taking Garfield Tea keeps the sys. 
tem. clean, the blood pure and the 
general health good. Buy from your 
druggist.— Adv. jane 


Seg » ; 
“Dianfond Dye” Old Clothes 
See faded, shabby dredses, coats, 
skirts, sweaters, blouses, gloves, 


feathers, draperies, everything turp 
new.—-Adv.<* ' 


IF YOU NEED A MEDICINE 
_ YOU SHOULD HAVE THE BEST 


Although tnere are . hundreds of. prepara- 
tions advertised, there. is oie One that-really 
stands out pre-eminent as a for dis- 
eases of the — diver and Rie 

Dr. Kilmer’s ET Aw Root is: net; recom. 

ing. : : 
sworn certi ate of 


bottie. -You ms Purity is with every 


receive 
Post. 

tox, x. < 
For sale at all dru, stores i larg 
dium size bottle, sine mention the 


Kilmer & Oo., Bi Pee 


sample size bottle 


paper.— 


Beg ae 2 hia ARTE 


Use Ingenious Methods to 
Determine if Unhatched Egg 
Contains Male or Female 


Probably as a result of the late Dan 
Leno's researches, the breakfast ege 
is usually regarded as a sexless indi- 
vidual, yet were it possible to deter- 
mine such a point ‘on Its entry into 
this world, the poultry market would 
be Increased tenfold. 

Some people contend that one can 
tell an egg’s sex. and a favorite meth- 
od of determining this ts the follow- 
ing: Hold the egg with, three fingers 
of the left hand towards the sun or 
gas light. Shade the point of the egg 
with the right hand and look for the 


about the size of a threepenny Dit, 
says London Answers. If this is found 
at the top of the egg, It is a male, but 
if found lower down on the side, it 1s 
a female. 

A method employed by an Australian 
poultry farmer is ingenious, though 
rather elaborate. He places a two-shill- 
ing piece on a table, threads a fine 
sewing needle with a piece of cotton, 
and holds the cotton, tn one hand so 
that the point of the needle is ranging 
just over the center of the florin. In 
his other hand he takes the egg and 
holds this immediately above the cot- 
ton. If the chicken inside !s a cock- 
erel the point of the needle swings 
from side to side above the coin, like 
a pendulum. If the chicken ts a pullet 
the needle swings In a circular motion 
round the coin. 


MOTHERS’ COOK BOOK 


There is an old, old story, as old as Moth- 
er Morey, . 


That, if you give, the world gives back 
to you, 

With interest fully double, © 

Why not take the ‘trouble 
To give the world a cherry smile or two! 

Séasonable Foods. 

Those who are fortunate enough to 
have a. saddle of venison will enjoy 
this recipe: 

Roast Venison. 

Let the haunch hang for a week in 
«» cold place. The day before it is 
to be used, wash in warm vinegar and 
water, then rub with butter to soften 
the skin. Cover the top and sides with 
well greased paper and over this put 
a layer of paste made from flour and 
water mixed together. The next day 
put the venison into a baking pan, al- 
lowing three hours for a 12-pound 
roast. Add a pint of water to the pan 
‘and cover. closely. The oven should 
be hot. At the end of an hour baste 
well. Half an hour before serving, re- 
move the papers and baste thoroughly 
with a cupful of cider and a table- 
spo@liful of melted butter. Dredge 


brown. Repeat the basting four times. 
When the roast is ready to serve re- 
move to a hot platter and take off 
the surplus fat from the gravy. Add 
a tablespoonful of flour and stir until 
well browned. Add a cupful of cider, 
salt and pepper to taste. Stir well, 
add half a glassful of currant jelly, 
“und when ft {s melted pour the gravy 
into the gravy boat. 
Almond Stuffing for Fowl. 

Use enly the white crumbs of bread 
well dried. For three-fourths of a 
pound of crumbs (the inside of a 
pound loaf) allow six tablespoonfuls 
of butté?. Melt the butter and toss 


covered with butter. Blanch one-fourth 
pound of sweet almonds, chop 
father fine, then pound to a paste; add 
the white -of egg as needed to keep 
the paSte from becoming oily. Beat 
the yolks of three eggs, add half a 
cupful of cream, a pinch of nutmeg 
and half a teaspoonful of salt, beat 
again and add the bread crumbs alter- 
Dating with the almond. Beat the 
whites of the eggs stiff and fold into 
the mixture. 
when stuffing as the dressing swells. 
Any leftover dressing may be shaped 
in a small loaf and baked in the pap 
with the fowl. 
Plum. Pudding. 

Take two cupfuls of fine bread 
crumbs, the same of chopped suet, one 
cupful of sugar, half a pound each of 
raisins, currants and chopped nut 
meats, one-fourth pound of sliced cit- 
ron, onehalf cupful of -flour, one-half 
nutmeg grated, one-half teaspoonful 
of salt, one-fourth teaspoonful of 
mace, four eggs, beaten light, and 
one cupful of milk. Mix and steam 
six hours in a buttered mold. Serve 
with hard sauce. 


Kani a Swimmers Salvage 
Valuables From Schooner 


One of the characteristic and invit- 
ing features of life at Honolulu ts the 
surf-bathing and swimming, in which 
the natives are distingyished. Their 
skill in the water, however, is some- 
thing more than a national pastime. 
This may be seen from the fact that 


vaged 300 tons of cocoanut oil from 
the cargo of a stranded schooner. The 
natives as divers and swimmers recov- 
ered these valuable goods. 


Twin Electric Fans. 


Contending that two smail electric 
fans are more efficient than one large 
one, an inventor ‘has mounted a pair 

separate arms from a common’ ped- 

at different heights and sep- 


arately adjustable as to angle. 


‘ ; a 


—s 


air space or “setting,” a dark spot’ 


|racket in the office? 


with flour and return to the oven to }‘ 


in the crumbs, stirring until all are 


Do not press too closely.. 


expert Kanaka swimmers have sal-. 


YES! MAGICALLY! ° 


CORNS LIFT OUT 
WITH FINGERS 


You corn-pestered men and women 
need suffer no longer. Wear the shoes 
that nearly killed you before, says this 
Cincinnati authority, because a few 


Right now—when milk 


drops of freezene applied directly on a prices are breake : i 
tender, aching corn or callus, stops| ‘s,s gh ee pe i ow ig “yr Sd 
soreness at once and soon the corn or] ‘5, how effectively this can be accom- 
hardened callus loosens so it can by ae x p Hd aot the standard of 
lifted out, root and all, without pain. : 

A smal] bottle of freezone costs very, ah moet prevalent 2%}, nitente— Abe 

tion, ined » Bunches, Ap- 

little at any drug store, but will posi-| petite, Seours, eté.—arise from am 
tively. take off every hard or soft| condition of ant. diets : 
corn or callus. This should be tried,| #20%._ Kow-Kure has remar' fcina 


as it is inexpensive and is said not to 
irritate.the surrounding skin. 

If your druggist hasn’t any freezone 
tel] him to get a small bottle for you 
from his wholesale drug house. It is 


fine stuff and acts like a charm every || 
time.— Adv. Dairy Association Co, 


Very Interesting 
He—I can’t bear that fellow Brown. 
He always brings up such uninterest- 
ing subjects. What was he talking 
té you about?” 
‘She—You.—Boston Transcript. 


producing regular, 


¢ Feed dealers and druggists sell Kow-Kure, 
in 60e. and $1.20 packages. 


NAME "BAYER™ MEANS 
ASPIRN 1S GENUINE 


A postal card to Garfield Tea Co., 
Brooklyn, N. Y., asking for sample, | 
will repay you.—Adv. 


Customer (in department store)— } 
Who is that fellow raising such a 
Floorwalker— 
Him? h, he’s the silent partner of 
the establishment.—Cartoons Maga- 
zine. 


Prescribed by physicians for 
over 18 years 


Cuticura Soothes Itching Scalp 
On retiring gently rub spots of dan- 
druff and itching with Cuticura Oint- 
ment. Next morning shampoo with 
Cuticura Soap and hot ‘watér, Make 
them your évery-day toilet preparations 
and have a clear skin ai@ soft, white 
hands.— Adv. ; 


HAVE YOU A SWEETHEART, 
Son or Brother in camp or training for defense? 
If so, mail him a package of Allen's Foot-Ease, the 
antiseptic Powder for Tired, Aching, Swollen Feet, 
and prevents blisters and sore spats. Makes walking 
easy. Sold everywhere, 25c—Adv. ex 
Crawford—Radical labor agitators 
are causing most of the present un- 
rest. Crabshaw—Judging from their 
remarks, the United States is the only 
union they don’t respect.—Life. 


Eacu package and tablet of genuine 
‘‘Bayer Tablets of Aspirin’’ is marked 
with the safety ‘‘Bayer Cross.’’ me 

The ‘‘Bayer Cross’? means you are it 
getting genuine Aspirin, prescribed by % 
physicians for over eighteen years. 

In the Bayer package are safe and 
Proper directions for Colds, Headache, 
Toothache, Earache, Neuralgia, Rheuma- 
tism, Lumbago, Sciatica, Neuritis and 
Pain generally. 

Handy tin boxes of 12 tablets cost 
only a few cents. Druggists also sell 
larger Bayer packages. Aspirin is the 
trade mark of Bayer Manufacture of 
Monoaceticacidester of Salicylicacid. 


For Constipation, Biliousness, Liver 
and Kidney troubles, take Garfield 
Tea.—-Adv. i 


SAN FRANOISCO HOTELS °* 
“I suppose you think I have a great 
many kicks?” ACME HOTEL ; 
“Not at all,’ said the hotel clerk. | 19 Mission St., near 1, San Francleco— 


“I know of plenty of kicks you’ve 
never thought of.”—Louisville Cour- 


Opposite Mission Street Entrance7of Baiporius 
800 ROOMS at MODERN PRICES— « 


fer-Journal. 150 Rooms at 75c per day or $8.00 p 
3 week; 75 Rooms at $1.25 per d ae 
$4.00 per week; 75 Rooms (private 


bath) at $1.50 day or $4.50°. 

hee l Steam hg a Convenience, tre 

ted, Lobby on Ground Floor hon 
ee 


meomermanneiniee NG, 4, 000 


Write for Free Eye Book. 
Company, Chicago, U. S.A. 


The largest electric sign 
in the world advertises 


WRIGL 


on Times Square, New York 
City: it is 250 feet long, 70 
feet high. Made up of 17.286 
electric lamps. i 


The fountains play, the 
trade mark changes. read- 
ing alternately WRIGLEY’S 
SPEARMINT, DOUBLEMINT. | 
and JUICY FRUIT. and the. 
Spearmen “do: a, turo.” ~~ 


This sign is seen alghtly by about. 
500.000 people from all over the world.. 


Mily 


é 
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1 SHAN A SACRED PLACE | 


Chinese Mountain Said to Be the 
O.cest Permanent Place of 
i Worship on Earth. 


There are five sacred mountains tn | 


Chins, and the moxt ‘snered of all is | 


Tal Shan. the Great mountain. said to 


be the oldest permanen) place of wor. | 
Vad 


ship In ‘h@ werld, In zoos Bo. 
Shan‘s crest had been wo regular scene 
of xieritices and prayers fer nobordls 


knew how tong, fmperore and Texser | 


officials, even Confucius the Wise, 
journeyed apNihe long. nurrow trail of 
Tal Shan to come near to the Gad of 
Heaven and Enrth and wade their 
pravers before Aim. 

Since those days of simple worship, 
many temples aud shrives have geen 
built on Tai Shan's slopes. Buddhism. 
Taoism, Confucianism, ull are repre- 
sented, and there ure temp!és, too, to 

the (Lady of the Mountain. who ts 
calfed by some a fairy. by orhers a 
goddess, and by others the’ spirit 
or sou) of the mountain. . Whatever 
her chafacter, the lady Is well repre- 
sented ob her mountain top and -her 
shrines ate popular. 

The journey up the mountainside is 
accomplished by the traveler partly In 
a swinging chair. supported by Chinese 
bearers and partly on foot. The “Way” 
consiste of a granite walk, interrupted 
every little while by flights of steps 
which stretch op and on and hecome 
steeper and closer together until the 
pilgrim bas mounted 6.690 steps and 
the peak of Tai Shap ts reached. 

Here there are more temples and 
thick imcense and grave old priests 

- who announce a pilgrim’s presence to 
the gods hy ringing deep-toned hells. 
A little way off ts pointed out a rock 
overhanging a sheer precipice. From 
thie rock, eanled “The Rock of the Love 
of Life.” persons who had eick retn- 
tives used to filng themselves, hoping 
that the sacrifice of one life would 
appease the gods so that the other 
would be spared. Now the dangerous | 
cliff is barred, and pilgrims are forced 
to appeal to the gods in the conven- 
tfonal Chinese methods. 


WILL BE WONDERFUL ROAD 


Highway of Solid Granite In the Rocky 
Mountains a Rival of the 
Appian Way. 

Taking example from the famous 
Apnian way. which has the name of 
being the first great road undertaken 
hy the Romans as a public work. the 
tute of Cotorado, with the help of an 
“npropriatiin by the’ United States 
sovernment, is bullding a highwny of 
valid granite In the Rocky mountains. 
So other highway tn the world, it [s 
eredicted, will provide travelers with 
«. magnificent a scenic setting. close 
“¢) a sheer fall of 3,000 feet an the 
wether side of the grent concrete pdsts 
“ad cables that will safeguard vehieu- 
lar traffic. One gets an idea of. the 
road from the practical statement that 
!* fs costing $25,000 a mile to build. 
‘Ike the Appian way, on which long 
ttretches of pavement first traveled 
ever 806-odd years before the Chris- 
van era, still remain practically per- 
fore the chairman of the Colorado 
+éIghway commission belleves that Colo- 
ado Is creating a work which will defy 
centuries and stand, on comple- 
ton. as the most wonderful road n° 
the modern world. AY 


» Quite Comfor‘able, Thank Yeu. 

A comfortable widow ts = Mrs. 
Amanda Jackson, colored. She is 
‘drawing three ©$57.50 pensions. or 
£172.50 a month, for the loss of three 
husbands during the war. and will 
draw that ameunt for 20 years, Mrs. 
Jones’ husband died of spinal menin- 
eitis soon after entering the service 
and taking out a $10,000 Insurance 
policy. The widow married one 
Smith. He took a maximum life in- 
surance policy in her fayor and was 
killed in action. Phen Mrs. Jones- 


"Smith married Private Jackson, a re 


| or concerts or orange groves. 


| OFFERS EVERYBODY A CHANCE | 


| Phitanthropic ‘Beatile Man Throws ! 
Open Hall for Absolutely Free | 
| 


if 
| and Uninterrupted Speech. 


A plil:cthropte fight promoter- -one | 
of the enterprising gentietnen Whe hae: 
j been in the habit of parting on a hoax: | 
fae inateh every week or tWo—is much | 
j tite ved at the sprasmacie mterverence ! 
of the officers of the law in tis busi- 
Heas afvirs, and is proposing to throw 
Open bis hall for a weekly forum of 
frec and = uninterrupted speech, in 
| place of the boxing bouts, 

“T want every guy that has anything 
to suy to come over and say It,” said | 
the promoter, ‘according to the Seattle 
Post-Intelligencer, “and Jl give him 
tet minutes to spiel, and then he must 
shut his trap. I don't care what he 
is: any kind of o nut can come over 
aad say right out what is on his chest. 
My Iuck has been so bad, and my 
spirits so depressed, that I want a 
laush. and I believe 9 nut gathering 
of this kind would equal anything tle 
Orphenm circuit or Pantages or the 
best of them ever put on. You know, 
nature keeps playing jokes on human- 
ity all the time; she mixes together 


fome qheer patterns in hevds. and a 
Jot of fellows can't help what they 
think; some have a haneh for one 


thing and some for another; | suppose 
we could get oa few startling facts on 
anvthing from religion ‘to chess in 
these verbal tournaments. And 't will 
be absolutely free: I night pass the 
hat around at the close of the enter- 
tainment to square me on the hall 
rent, but for the rest IT wouldn't want 
a cent to pay outside of the enterzain- 
ment I get out of ft. As soo® ae I 
can pull a jazz hand together to fit In 
with the speechmaking I will announce 
the details. and we will he sure in for 
| a@ summer’s entertainment, if the 
sheriff don’t close us up.” 


"HOMESICK FOR ARCTIC SNOWS 


No Affectation About the Longing for 
Far North That ts Experiencéd 
by Explorers. 

If you are of ordinary health and 
etrencth, If you are young enough to 
be adaptable and Independent enough 
to shake off the influence of books and 
-belief, you can find good reason to be 
ax content and comfortable In the 
North as anywhere on earth. 

If you remember that all of us who 
have gpent more than a year “living on 
the country,” are quite of the Eskimo 
opinion that no food on earth is better 
than caribou meat, and if vou have any 
experfence fn your Hfe as a hunter any- 
where. von will realize that in the eve- 
nings when we sit in these warm spow 
houses, fensting with keen appetites on 
unlimited quantities of holled ribs, we 
bnve all the creature comforts. 

What we lack, if we feel any Inck 
at all, will be possibly the presence of 
friends far away. or the chance to hear 
opera or see the movies. At any rate, 
tt is true that today in the movie tn- 
fexsted city I long fer more snow 
house evenings after caribou hunts as 
I never tn the North longed for clubs 
And this 
{xs not pecuHar to me. The men who 
have hurted with me are nearly all 
of the same mind—they are elther tn 
the North now, on the way back there 
by whaling ship, or enting their heurts 
out because they cannot go.—Vilhjal: 
mur Stefansson in Harper's Magazine. 


) 


> 


“fy strong-mhinded woman, bunt very 
unusual, When she gives a party, be 
Weve me or not—” 

“Well?” 

“She only Invites people she likes.” 


turned soldier, who also named her 
in a $10,000 policy. Influenza made 
her a widow a third time In less than 
tWo yenrs. The war risk bureaw de- 
clines to make known her address, 
doubtless fearing that she would be 
inondated with offere of morriagan 


5 Wy atches | 
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Ladies’ Wrist Watches 


A Fine Assortment of Elaborate Designs to Select from, Come 


now and secdre your 
these beautiful designs 


A. F. EDWARDS, Jeweler 


Forty Years in Oakland 
1227-29 Broadway, Oakland 


choice of 


LL )~H_h ————————— a 


- Registered 


The confidence inspired a the 


Optometrist 


GEO. W. RYAN 


‘system of 


ITHE TERMINAL! 


Publisher and Editor | 


eee =e 


IsSUBD HVERY FRIDAY. 
Established in 1903. 
Legal ony and County Paper, 


Entered 4S decond eciass matter June 22 
1908, at Rielhmoud. California. onder the 
Vet of Congress of Mareh, 3, 1879, F 

Terms of Subseription: 
One yer, in advance $2.60 
Six monctis, in advance $1.00 
Three months $ .66 


Advertising rates on application. 


Legal rotices must be paid for on er he- 
‘ure delivery «of aflidavit o1 publication. No 
sxception to this rule 


Fresno has adopted the Oakland 
boosting—that of 
generous application of printer’s 
ink, and paving the printer for it. 


a 


The Southern Pacific paint shop 
at Sacramento emplovs 135 ‘artists 
of This corps of 
painters take care ef 1200 cars per | 
year. 


the brush.’’ 


Illustrated Oil literature printed | 
on high class stationery with half- 
tones profusion, congest the! 
mails and tempt one to take a) 
chance ona few shares. The lure! 
of gusher is attracting hundreds to} 
the Lone Star State. j 


in 


Although the Richmond train 
with a hundred thousand tn green- | 
backs, he could have carried away 
another bale or two, as paper is 
much than the vellow 


metal. 


ry 


“lighter 


We are now having a bigger 
rumpus over milk than we had over 
booze. ‘“‘Just one thing after an- 
other.’’ : 


Colorado newspapers state that 
silver mining is booming the 
Centennial State. Can it be those 
old Leadville times are re- 
peating? 


in 


jazzv 


It is aia that efforts to inject 


‘pep’? into community singing is 
a failure. The guy’”’ 
will not stand for hymnal vocal 
exercise. Well, then, transpose 
the music into jazz, and jazz ’em 
to a finish—make ’em like it.’ 


“ordinary 


There are more than 200 brands 
of automobjles on exhibition at the 


‘Albany Auto Stage 


| his Albany-Richmond stage con- 


'service in Siberia and Philippines. | 


Jas ai | from foreign service. 
bandit is reported as getting awity ss 


& 


| 


‘ALBANY NEWS 


a 


Route Changes 
Hands 


‘Bill’? Waldorf vesterday sold 


? 
| 


cession atid busses to M. Pezova, 
who will conduct the business 
hereafter. Pezeva is an experienced 
stage man, it is said. © 


atoll Clark Returns 


From Orient 


(Albany Argus) 


Harold Clark, son of Mr. and 
Mrs. J. Clark of Cornell avenue | 
arrived home Thursday on the} 


transport Logan, after 19 months’ 


Harold has grown tall, and many 
of his former friends failed to recog- | 
nize him. He says Albany looks| 
good to him, after his experience) 
in foréign countries. He 
last of the A}banv boys to return} 


| 


is the | 


Four Sisters of Henry 
Davis Arrive 


(Albany Argus) Fa 
Henry Mavis of Kains avenue 
was a busy man Thursday enter- 
taining his. sisters, four of th 
arriving the same day. Henry 
said, on being interviewed by an 
Argus reporter, that he didn’t re- 
member how many sisters he really | 
had, but if they continued to ar- 
rive in daily invoices of four, he 
would have to enlarge the Davis, 
headquarters. 


NOTICE OF SALE OF REAL 
ESTATE 


In the Superior Court of the State of 
California, in and for the County cf 
Contra Costa: 

In the Matter of the Estate of Mary 
Lena Carter, deceased. 

Notice is hereby given, that the centers} 
signed. the Administratrix with the Will 
| Aunexed of the estate of Mary Lena 


big show at Oakland auditorium. 
One 
lection from this exhibit. 


“‘auto”’ 


IT PAYS TO ADVERVISE 


Now that the railraade are going | 


the adver- 
using pages of the newspapers will 
again look natural with the usual 
displays of railroad publicitv. The 


back to private owners 


government didn’t advertise to any =: 


extent. It pays to advertise ff vou 
wish to attain success in business. 


THE MAN WHO WINS. 


The mati who wins is an average man, 

Net built on any peculiar plan; 

Nor blessed with any peculiar luék— 

Just steady and earnest eu full of 
pluck. 


When asked.a question he does not 
“‘yuess;”” - 

He kuows, and answers ‘‘No or Yes;"’ 

When:set a task the rest can’t do 

He buckles down till he’s putit through. 


So he works and waits till, one fine day, 

There’s a better job with bigger pay; 

And the men who shirked whenever 
they could 

Are bossed by the man whose work 
made good. 


For the man who wins is the man 
who works, 
Who neither labor nor trouble shirks; 


Who uses his hands, his head his eyes— | 


The man who wins is the an who tries 
Pactra Magazine. 


Registrars Now at 


Work in Albany, 


(Albany Argus) 

Mrs. Freda Brown and Mrs. 
Lucy A. Andrews are the duly ap- 
|jpointed registrars for Albany, and 


be able to make a se-| 


Carter, deceased wil] sell at private sale, | 
jin one parcel, ta the highest bidder. | 
‘subject to confirmation hy said Superior 
| Court, on or after the gth day of February, 
1920, all of the right, title, interest and 
estate of the said Mary Teua Carter, 
| deceased, at the time of her death, and 
all the right, tide and interest that the 
satd éstate has, by operation of law, or 
} otherwise, acquired, other than or inj 
jaddition to that of the said deceased, at 
ithe time of her death, ot, in, and to all} 
those certain lots, pieces or parcels.of | 
'land situate in the City of Richmond, | 
County of Contra Costa, State of Calitor- 
juia, described as follows, to wit: 
All of Lots Five (5) and Six (6) of 
; Block Four (4)-of the ‘'Richmond Villa | 
Tract" being a portion of Lot No. 53 of | 
ithe ffnal partition of the San Pablo 
Rancho, Contra Costa Co., Cal. 
} | AE and conditions of sale:~ Cash in 
Gold coin of the United States; tem (10) 
per cent to be paid at the time of sale; 
balance on confirmation of sale. Deed 
aud abstract at the expense of purchaser. 
All offers or bids must be in writing, 
aud may be left at the office of C A.! 
Odell, Attorney for: said administratrix, | 
at 607 Macdonald Avenue, Richniond, 
California, or may be delivered to said 
adminstratrix personally, in said city ot 
Ricumond, or may be filed in the office 
of the County Clerk of said county, at 
at any time after the first publication of 
this notice and before the making of sale. 


Dated January 22d, 1920. | 
MYRTLE B. CARTER, 
Administratrix with the Will annexed-of 


the estate of Mary Lena Carter, 

deceased. | 

C. A. Odell, attorney for adminis- 
tratrix.® an 23- 30- £6 


Too Much Optimism. 
An optimist, too much iné@tined 
| To sing a lazy song, 
Dreamed on; and then woke up to find 
That he was in all wrong. 


f 


ne 
-RIEHMOND PAY DAYS—1920 i 
{ 


} Standard Oil— 


Ehuedeys Feb. 5S—Thursday, 
eb. 19. 
Thursday, March. 4—Friday, 
| March 19. 1 
s Monday, April 5—Tuesday, 
| April 20. 


voting privilege is yours whether you | 
|.desire It or not; | 
taxed and generally supervised by the: 


; Bewspnper.” 


; ie good money.” 


|against you for any money or damages | 


i 
| I. 
| a Rai ‘signed, executor of the 


Foolish Question. 

“Would you advise me to keep out | 
ef politics?” 

“Young man.” 

ghum. “you were born a citizen: 


replied Senator Sor- 
the 


you are going to be 


people you assist in electing to office. | 
There’s no such thing as keeping out | 
of politics.” 


History. 

“You say your’ son is a great stu- 
@ent of history?” 

“Yes.” 

“But I never see him paying much 
attention to books.” ' 

“No. He is willing to let bygones | 
be bygenes. He gets the really impor- 
tant history fresh every day in thei 


It Certainly Would. 
“Pop.” 
“Yes, my son.” \ 
“Who was Pocahontas?’ 
“She was an Indian princess of Vir- 
ginia, who saved John Smith's life.” 
“Well, pop. it would be some con- j 


- tract if she was called upon to do that ; 


same act for all the John Smiths to- | 
day, now, wouldn't it?” 


TAKING NO CHANCES. 


“Dicky darling?’ hinted Mrs. Young: | 
bride, “do you remeinber how we used r 
to sit du one chair at pnpa's?” 

“That was all right at papa's.” re- 
plied the practical Dick, “but I’m not _ 


going to forget that these chuirs cost | 


SUMMONS. 


| 

In the Superior Court of the County of | 
Contra Costa’ State of California. \ 

Winfred H. Outman, Plaintiff, vs. Mary | 
Alice Outman, Defendant. 

No. 8676. 

Action brought in the Superior Court | 
of the County of Contra Costa, State of | 
California, and the Complaint filed in| 
the office of the Clerk of said County of | 
Contra Costa. 

The people of the state of California! 
send greeting to Mary Alice Outman,’ 
Defendant. 

You are hereby directed to appear and | 
answer the complaint in an action en-| 
titled as above brought against you in 
the superior court of the county of Contra 
Costa, state of California, within ten days 
after-the service on you of this summons, 
if served within this county; or within 
thirty days if served elsewhere. 

And you are hereby notified that unless } 
‘you appear and answer as above required, | 
the said plaintiff will take judgment 


demanded in the complaint, as arising | 
upon contract or-will apply to the court! 
for any other relief demanded in the 
cowplaint. 
Given under my hand and seal of the} 
Superior Court of the county of | 
(SEAL) Contra Costa, State of California, A 
this 27th day of September. A.D., | 
1919. 


J. H. WELLS, Clerk. | 
By C. C. BAKER, Deputy Clerk. 
Clare D. Horner, attorney for plaintiff, 
Richmond, California. n14-10t 


NOTICE TO CREDITORS. 


In the matter of the Fstate of Anna 


King, deceased. | 

Notice is hereby given-by the under- | 
last will and 
testament of Anna Matilda King, some- | 
times known as A. M. King, deceased, to 
the creditors of, and to all persens having 
claims agaiuetsaid decedent to file them, | 
with the necessary vouchers, in the office | 
of the clerk of the Supe Court of 


|'Downstairs Store 


yy 


| Oakland — 2 
California 


EXPANSION SALES 


Celebrating the Addition of 8500 Square 
Feet of Selling Space and a 


NEW OUTSIDE ENTRANCE 


Direct From the Fourteenth Street Lobby to 
the Downstairs Store 


A SALES EVENT 


For which we have been planning for months. 
Special purchases and reductions bringing »; 


avings of 10 to 50% 


Matilda King, sometimes known as A.M. ; 


Is not misplaced, for be has many 
w ays of detecting and locating the 
trouble with your eyes that would 
be overlooked or ignored by anyone 
less ‘experienced. 

By all means, when your eyes 
“trouble you, consult 


’“T daren't.” Interrupted the Human 
Ostrich, who had been Ill. “The dar | 
tor says I mustn't touch solid fod fer | 
at least a week yet.” 

a oD ‘ 
impossibte. | 

““Why don't Bill's relatives put a 
i gad face on his marriage?” ~ 

“Put a good face on it! Heve you 
seen the girl's?” - HAS | 


Say tose 


any courtesies extended the regis- eae 2 
. . 5 t 3—Tuesday, 
trars to assist them in this work | July 20. 4 x ij 
5 ° | 's uugust 5— - 
will be appreciated by them. Have, day, August 18 19, sd gi 
your citizenship papers ready when irre g y : * 
Tuesday, October 5—Wednes- 
they call. day, October 20. 
Roe Soe: lay, ee 4—Friday, 
Wouldn't Do. Friday, December 3——Monday, 
~ “Now, getting down to brass tacks.* | December 20. 
continued the sideshow manager, | Pullman Co—Sth and 20th of 
““why—" a month, 


Santa Fe R. R—10th and 26th. 
Weatere Pipe & Steet. Cari ond 


Porcelain Cos.—Saturdays. 
Giant Pewder Co.—Sth and ebeaies 


; Contra County, State of California, or to 
jexhibit them, with the necessary vouch- | 
ers, to the said executor at the offices of 
T. H. DeLapand Hiram E. Jacobs, Rooms | 
4, 5and 6, First National Bank Building, 
Richmond, California, the same being 
designated as the place of business in all 
matters connected with said estate, with- | 
in fout months after the first publication | 
ef this notice. 

Dated December 30th, 1919. 

CARROLL FURGUS KING, 

Executor of the last will and testament 

of Anna Matilda Ki’ g, sonietimes 

known as A. M.. King, deceased. 

T. H. DeLap and Hiram E. Jacobs, 
‘Attorneys al Bneqeine:. jan 2-9-16-23 30 


‘enateheniaeeineetclabertiae nates nee © 


ON TIMELY MERCHANDISE : 
For Home and Personal Use : 
Watch daily papers for details. COME! ; 8 
eer ee? ! 
h 
“ b 
9 7 : 
Gus Johnson’s QUICK LUNCH | 
and ICE CREAM PARLOR 7 P 
‘New Soda Fountain, New Fixtures, We Can Please You a 
} 
119 MACDONALD AVENUE ’ f. 
When you are thinking of some place to go to get a good meal 

. TRY -GUS’S QUICK LUNCH. ° y ; 
Gus has a fine iade and serves the best the market affords at 7 
reasonable prices. J o 
rs F 
=~ 119 Macdonald Avenue—north side of Street—white front “6B z t 
: E 1 
x 1 
\ : : = ; 2 ; < 
QUALITY ! 
-MARKET | 
FRESH and SALT MEATS, FISH and POULTRY : 
“¢ 
Fresh Fish, Glams, Cte. bP , 
25315. 2 Eveey Day poe = A 
a3 Macdonald Ave. S's 1 Phone $99 : 
U ) aC ma VE. Fourth On6 4, : 
——_ ———==" ( 

TILDEN LUMBER CO. 

s ‘ 
E. M TILDEN, President e 
Price Quality Service vrs 
Yards: Oakland, Berkeley, Richmond, Crockett ! 
; ( 
a 
. 
/ 
‘ 
| THERE IS A BIG SAVING WHEN YOU USE _ . 


Gas For Cooking. 


A GAS RANGE ASSURES FUEL ECONOMY 


map 


CLEAN QUICK RELIABLE 
Investigate the modern Gas Heating appliance—no fumes ne 
or odors—easily installed. a ; ; 


PACIFIC GAS AND ELECTRIC CO. .. 
709 Macdenald Avenue a4 SS , 
Telephone Richmond 531 ; wo 


THE TERMINAL Sams 


"tp 


